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PART II - MISCELLANEOUS NOTIFICATIONS OF INTEREST TO THE PUBLIC 


--X- 


NOTIFICATIONS BY HEADS OF DEPARTMENTS Etc. , 


DEPUTY REGISTRAR OF COOPERATIVE SOCIETIES , 

ONGOLE . 


Rc.No.1032 / 2016 - C . 


Date : 29-09-2021 . 


FINAL CLOSURE OF THE AFFAIRS AND CANCELLATION OF THE REGISTRATION 


OF THE GOVERNMENT EMPLOYEES CO - OPERATIVE HOUSE BUILDING 
SOCIETY Ltd. , ONGOLE ( V ) OF PRAKASAM DISTRICT UNDER SECTION 68 

OF ANDHRA PRADESH CO - OPERATIVE SOCIETIES ACT 1964 . 
Ref : 1. Proceedings Rc.No. 1032/2016 C , Dated : 20.07.2018 and 30.12.2020 of 

the Deputy Registrar of Co - operative Societies , Ongole . 
2. Final Closure report of the Senior Inspector , O / o the Sub - Divisional 

Co - Operative Officer Ongole and liquidator of The Government Employees 
Co - operative House Building Society Ltd. , Ongole ( V ) of Prakasam District 
received in this office on 04.09.2021 . 


*** 


ORDERS : 


Whereas in the reference 1st read above the Deputy Registrar of Co - operative 
Societies , Ongole ordered for winding - up the affairs of The Government Employees 
Co - operative House Building Society Ongole ( V ) Prakasam District Under Section 64 ( 1 ) 
of the Andhra Pradesh Co - operative Societies Act 1964 and appointed Smt J.Sridevi , 
Senior Inspector Olo the SDLCO , Ongole , as liquidator . The liquidator reported that she 
initiated the action to secure the records of the society and to ascertain the Whereabouts of 
the office bearers as well as members of the society and her efforts are proved in vain . 
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ANDHRA PRADESH GAZETTE , October 4 , 2021 


> 


Whereas the liquidator has reported that General Body Meeting was convened 
on 08.02.2019 at 11.00 A.M in the Olo the Sub - Divisional Co - operative Officer Ongole , 
Prakasam District , and the members of the society were not present .The liquidator has 
reported that no members are interested to run the society . Hence , it was decided to 
cancel the Registration of the society and recommended for final closure of the society . 


Whereas the liquidator of The Government Employees Co - operative House Building 
Society Ltd. , Ongole ( V ) Prakasam District has submitted proposals in the reference 
2nd cited for final closure of the society . Duly considering the report of the liquidator of 
the said society and in exercise of the powers delegated to the under signed under 
Sec.68 of Andhra Pradesh Co - operative Societies Act 1964 , it is here by ordered for final 
Closure of the affairs and cancellation of The Government Employees Co - operative 
House Building Society Ongole ( V ) Prakasam District and the said the society shall 
cease to exist as corporate body from the date of this order . 


GIVEN UNDER MY HAND AND OFFICE SEAL ON THIS 29TH DAY OF SEPTEMBER , 2021 . 


K. YALLAMANDA RAO , 
Deputy Registrar of Coop . Societies , 

Ongole . 
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